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Description.: 


ISSUES MANAGEMENT - TO TEST CAMEL FF, WINSTON FF, AND MARLBORO FF 


I7AD-MR6 __ I7AE-CM6 


Test Catecrories/Tests 

Target 

Average 

StdDev 

" N 

Target 

Average StdDev 

N 

Smoke 







FTC Butt Length, mm 


28.0 




28.0 


FTC Tar, mg/cigt. 


13.1 

0.27 

3 


17.2 0.16 

3 

FTC tpm, mg/cigt. 


19.2 

0.42 

3 


23.5 0.72 

3 

FTC Nicotine, mg/cigt. 


1.03 

0.017 

3 


1.19 0.037 

3 

FTC Water, mg/cigt. 


3.06 

0.143 

3 


5.07 0.635 

3 

FTC Puffs/cigt. 


3.2 

0.11 

3 


8.7 0.14 

3 

Tar/Puff, mg 


1.9 




2.0 


Filter 








Tipping Paper Length, mm 


25.0 




25.0 


Miscellaneous 








Nicotine, mg 









I7AF-WN6 



CONTROL 



Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target 

AVeraae StdDev 

N 

Smoke 








FTC Butt Length, ram 


28.0 




28.0 


FTC Tar, mg/cigt. 


13.2 

0.35 

3 


14.3 0.57 

3 

ftc TPM, mg/cigt. 


16.3 

0.54 

3 


18.1 0.87 

3 

FTC Nicotine, mg/cigt. 


1.00 

0.058 

3 


0.90 0.049 

3 

FTC Water, mg/cigt. 


2.14 

0.196 

3 


2.92 0.277 

3 

FTC Puffs/cigt. 


3.0 

0.21 

3 


7.4 0.21 

3 

Tar/Puff, mg 


1.6 




1.9 


Filter 








Tipping Paper Length, mm 


25.0 




25.0 


Miscellaneous 








Nicotine, mg 









I7AD-B 




I7AS-B 



Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average StdDev 

N 


Smoke 

FTC Butt Length, mm 
FTC Tax, mg/cigt. 

FTC TPM, mg/cigt. 

FTC Nicotine, mg/cigt. 

FTC Water, mg/cigt. 

FTC Puffs/cigt. 

Tar/Puff, mg 
Filter 

Tipping Paper Length, mm 
Miscellaneous 

Nicotine, mg/c,«/ 0.00 0.001 3 0.00 0.001 3 


All tests were"conducted ~in the Philip Morris U.S.A."Research and Development Product Testing 
Laboratory. The above test results relate to the samples submitted to this laboratory 

during' the stated time period. Extrapolation outside this time period is not appropriate. _ 
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,ND MARLBORO FF 


I7AF-B ______ CONTROL-B (j H # /&) 

Test Categories/Tests __ Target Average StdDev N Target Average StdDev n~ 

Smoke 

FTC Butt Length, nun 
FTC Tar, mg/oigt. 

FTC TPM, mg/cigt. 

FTC Nicotine, mg/cigt. 

FTC Water, mg/cigt. 

FTC Puffs/cigt. 

Tar/Puff, mg 
Filter 

Tipping Paper Length, mm 
Miscellaneous , , . 

Nicotine, mg /Ci^T 0.00 0.001 3 0.00 0.001 3 


Notations: 

I7AD-MR6 - MARLBORO KS SP - DUAL PAD SMOKING 
I7AE-CM6 - CAMEL KS SP - DUAL PAD SMOKING 
I7AF-WN6 - WINSTON KS SP - DUAL PAD SMOKING 
CONTROL - MONITOR #16 - REGULAR SMOKING 

I7AD-B - MARLBORO KS SP - BACK PAD - GILMAN TIPBACK HOLDER 
I7AE-B - CAMEL KS SP - BACK PAD - GILMAN TIPBACK HOLDER 
I7AF-B - WINSTON KS SP - BACK PAD - GILMAN TIPBACK HOLDER 
CONTROL-B - MONITOR #16 - BACK PAD - GILMAN TIPBACK HOLDER 


Samples to be smoked 3 ports each with 5 cigts/port. 
B - Back Gilman Tipback Holder. 


cc: 


ill tests were conducted in the "Philip"Morris U.S.A. Research and Development Product Testing 
laboratory. The above test results relate to the samples submitted to this laboratory 

l uring th e st ate d time period. Extrapolation outside this time period is not appropriate. _ 
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